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THEY SAVED THE BEST FOR LAST. 


LEFT: John Doe (Shon Greenblatt) witnesses Freddy's 
fiery handiwork at close range -- but is it reality or a 
dream? 

RIGHT: Yaphet Kotto portrays Doc, the dream doctor who 
prepares Elm Street's victims for their final battle with 
Freddy Krueger in New Line Cinema's chilling conclusion, 
Freddy's Dead: The Final Nightmare. 

Photo credit: Suzanne Tenner 


AŻ NEW LINE CINEMA 


© 1991 NEW LINE CINEMA CORPORATION. 
ALL RIGHTS RESERVED. 


TOP: Tracy, Carlos and Spencer (Lezlie 
Deane, Ricky Dean Logan and Breckin 
Meyer, from left), runaways escaping 
their own tragic childhoods, are trapped 
in the deserted town of Springwood in 
New Line Cinema's chilling finale, 
Freddy's Dead: The Final Nightmare. 
BOTTOM: Evil dreamstalker Freddy 
Krueger (Robert Englund) prepares to 
do battle in New Line Cinema's chilling 
conclusion Freddy's Dead: The Final 
Nightmare. 

Photo credit: Suzanne Tenner. 
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TOP: Upon entering the dream world, 
Carlos' (Ricky Dean Logan) hearing is 
definitely impaired when confronted by 
the evil Freddy Krueger. 

Photo credit: John Bramley 

BOTTOM: Maggie (Lisa Zane) has the 
upper hand during her battle with evil 
dream master Freddy Krueger (Robert 
Englund, left) in New Line Cinema's 
chilling finale, Freddy's Dead: The Final 
Nightmare. 

Photo credit: Suzanne Tenner 
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THEY SAVED THE BEST FOR LAST. 


TOP: Tom Arnold (left) and Roseanne 


Barr Arnold are a Springwood couple yew LINE CINEMA 

who lost their children to evil Elm Street 

menace Freddy Krueger. © 1991 NEW LINE CINEMA CORPORATION 
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Alice Cooper,pictured with Teen Freddy 
(Tobe Sexton, right) plays Freddy 
Krueger's alcoholic father in New Line 
Cinema's chilling finale, Freddy's Dead: 
The Final Nightmare. 

Photo credit: Suzanne Tenner 


TOP: Maggie (Lisa Zane), a young psy- 
chologist, confronts the nemesis who is 
haunting the dreams of her young 
patients -- Freddy Krueger (Robert 
Englund, right). 

BOTTOM: Rachel Talalay (left), director 
of New Line Cinema's Freddy's Dead: 
The Final Nightmare, with Lisa Zane 
(Maggie) rehearse the film's climactic 
3-D seguence. 

Photo credit: Suzanne Tenner 
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